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immense emblematic eye painted on the southeast corner of the room glared down on each as he entered. The front of the second floor was also a guard-room, armory, and drilling floor. Here also was painted the eye of Vigilance, and here was exhibited the famous ballot-box whose sides could separate the good ballots from the bad ballots. Here also were the meeting-rooms for the Executive Committee and a number of cells for the prisoners. The police-office displayed many handcuffs, tools of captured criminals, relics, clothing with bullet holes, ropes used for hanging, bowie-knives, burglar's tools, brass knuckles, and all the other curiosities peculiar to criminal activities. The third story of the building had become the armorer's shop, and the hospital. Eight or ten workmen were employed in the former and six to twenty cots were maintained in the latter. Above all, on the roof, supported by a strong scaffolding, hung the Monumental bell whose tolling summoned the Vigilantes when need arose.
Altogether the visitors must have been greatly impressed, not only with the strength of the organization, but also with the care used in preparing it for every emergency, the perfection of its discipline, and the completeness of its equipment.